TUSHMZX 

The Natural Therapy for Hemorrhoids 

TUSHM.D. is an all natural, non-prescription product promoting anorectal health. The 
TUSHM.D. story grew out of an idea to find all-natural products that were safe, economical and 
effective in promoting your anal and rectal health. Now there is a pill, taken once a day, to 
achieve that result in most people. 

Most of you have used drugstore products repeatedly with minimal success and keep using the 
same products because the choices are so limited. They are more like band aids than true help. 
We believe that if you try TUSHM.D. you will find a new, unique way to maintain your 
anorectal HEALTH. We achieve this goal through a once a day pill. If problems arise, increasing 
the dose can bring you back into balance. 

Natural Cure for Hemorrhoids Developed by a Medical Professional 
TUSHM.D. is the brainchild of board certified Colon and Rectal surgeon Dr. J. Thornton. In his 
over 30 years of practice he was tired of seeing the rising cost of prescription medications 
specifically designed to treat his patients suffering with hemorrhoids. "They can run as high as 
$300" says the doctor "and require multiple treatments. The over the counter creams are messy 
and offer little or no relief. Surgery is very painful and it can take patients up to six weeks to 
recover. There had to be a better way." A new, natural and less expensive way was indeed found. 
At least according to many of the people who have tried it. 

Herbal Remedies for Hemorrhoids 

TUSHM.D. is made from all-natural products which have been shown to be safe and effective. 
They have been combined in a patent-pending formula for the first time. 

The use of an oral delivery system is a significant advance from the long 
standing approach of using just a cream to treat anorectal problems. Our 
pills can be used to maintain a normal anorectal balance. If flare-ups occur, 
you can increase the dose to help bring things back to normal. Each bottle 
of TUSHM.D. Contains 30 tablets. 

TUSHM.D. is an all natural product designed to relieve the symptoms and 
causes of anorectal problems, and help manage constipation. Developed by 
a board-certified colon and rectal surgeon, TUSHM.D. offers for the first 
time a treatment option via pill. All natural, oral, doctor recommended and 
It's time for something new. 
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Made in the USA. 



Each bottle of TUSHM.D. contains 30 tablets. 

As low as $29.99 per bottle (with purchase of 3 or more) 

Hemorrhoid Relief from a Pineapple 

Did you ever think you could find hemorrhoid relief from a 
pineapple? If you consider the many uses for a pineapple, hemorrhoid 
relief probably did not make the list, but it should. TUSHM.D. is a 
breakthrough all natural, oral supplement, for people who suffer the 
pain swelling and bleeding of hemorrhoids. The pineapple comes into 
play through an ingredient in its stem called bromelain- which aids 
indigestion and naturally reduces inflammation. Bromelain is just one 
of the natural ingredients that master chemists carefully concentrated 
and balanced under Dr. Thornton's supervision to ultimately arrive at 
this patent-pending proprietary blend that has proved to be 97% 
effective in a clinical setting. Patients reported significantly less 
problems with constipation, swelling and bleeding. A lucky few have 
even been able to cancel surgery because their problems went away. 
While not a cure, TUSHM.D. does make a hemorrhoid sufferers life 
more comfortable and with less inconvenience. You only take one to 
three pills a day and you don't need a prescription. We cannot over emphasize how important it 
is to get an accurate diagnosis from a doctor if you have not already done so. 

TUSHM.D. (Trial/Travel Pack of 10 Tablets) 

TUSHM.D. is an all natural product designed to relieve the symptoms and causes of 
anorectal problems, and help manage constipation. Developed by a board-certified 
colon and rectal surgeon, TUSHM.D. offers for the first time a treatment option via 
pill. All natural, oral, doctor recommended and Made in the USA. It's time for 
something new. It's time for TUSHM.D. 

TUSHM.D. is made from only the highest safe, all natural ingredients in a top rated facility in 
the United States. The TUSHM.D. ingredients are not habit-forming and are safe, all-natural and 
in common use. We suggest you get an exam by a doctor to make sure you have a benign 
anorectal problem. 




For more information please visit 
http ://w ww.tushmd.com 



